Warnock Manufacturing Co. Worcester, Mass. 

54 Commercial Street 


The Triple Wear Warnock 



Newly Improved—Triple Wear 


Sure Grip—Can’t Slip—Never Scratches 


See the two added holes J. J. These give 3 wearing 
positions for each strap, increasing the life of the strap, 
which is the only part that wears out. Note all other 
good features are retained. 

A. Flexible Woven Strap—brown stripe—one of 
the best in the world. Brown Stripe Straps are twice 
as strong as our old kind. 

H. Fine Polished head. I. When free from strain, 
Warnock the quick strap wrench. 


B. Drop Forged Shackle. C. Curving nose won’t 
crush the pipe. D. Double strap where wear is 
greatest. 

E. Soft contact only—cannot scratch. 

F. Unbreakable handle. G. Fine Enamel—al¬ 
ways looks new. 

swinging shackle gives double opening, making the 


The original wrench for smooth piping. 

For fine work on nickel plated or highly polished brass pipe. 
In stock at dealers everywhere. 


Prices 


12-inch or Plumber’s Size, for x /% to 2-inch pipe. .$2.50 
Extra Straps for 12-inch Wrench.50 
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Warnock Simplex Wrench 



The Warnock Simplex Wrench consists of a handle— 
a strap—a wedge. Both ends of the straight unlooped 
strap can be used. Short broken straps can be used on 
small pipe. Finished in black enamel with polished 
head. 


12-inch size only.$1.50 

Extra Straps.50 


18-inch or Engineer’s Size, for I-inch to 5-inch 


pipe.$5.00 

Extra Straps for 18-inch Wrench. 1.00 


Warnock Single Strap Vise 



The Warnock Strap Vise is constructed on the same 
principle as the Warnock wrench. It is instantly ad¬ 
justable for any size of pipe from to 2 inches. Has 
heavy unbreakable strap that will not scratch. 

Price.$8.00 

Straps. 1.00 


The Plumbing and Heating Catalog 


















